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°f WftVa:L Intelligence furnished the following information tc CIA for 
Report 8 Ho ,D 178-5^7 ln acocrdance wlth pe-r&grapb 3(c), N3CID 7 . (DIO HOT) Conf 


1. Oar ship was in Fortaleza in February 195 L at which time we unloaded, aciong other 
t “ n8 "' heavy equipment for a power plant to be constructed in that area. I was 
able to make the following observations. 

a * Fortaleza is served by the port of Hucuripe. latitude 

f 8 43 S * , loasitudo - 8 ° 30' 00" W. The port of Mucurfpo, even though 

it has been under construction since 194l, is still unfinished. It is pro- 
tected by 1,460 meters of stone breakwater. Our ship was exposed to a very 
heapr surge alongside the dock. The vessel rolled as much as five degrees. 

A strong easterly wind blowing across the dock kept the vessel four to five 
feet off the dock at all times. Because of the heavy surge, our ship en- 
countepd considerable difficulty and did same damage in discharging a 
30-ton' lifw. While alongside the dock, our ship was drawing IS feet for- 
. _ , . vard and 16 feet aft. The ship never touched bottom. 

§ > T- r . a S^.r° ?k Facllltle s : Tbe pier at Mucuripe, shown on Hydrographic Office 
Chart #116_, running 211 to O 31 0 , presently has a face 426 meters long. It is 
planned to eventually extend this pier to a lenfefc of 2,400 meters with a 
depth! of 27 feet alongside. The pilot reports that the present depth /Febru- 
ary 195 ±/ alongside is 18 feet. At present February 19547 only three ships 
can dock at a time. This makes it necessary for 70 per cent of the ships 
^ port to anchor about 5 OO yards from shore and discharge cargo into 
lighters. There are seven cranes on the pier, but they can only lift up to 
IO ton 3 . A ship has to use her own cranes to discharge any heaw lifts 
There is a small gauge railroad track about six feet from the ed^e of -the 
pier. During our visit, railroad cars were pushed by hand when empty and 

by truck when loaded. As is shown on figure (l), there is one uncompleted 
T-jarehouse on the pier. 
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Stevedores ; Stevedores at MucurdLoe ar» -i ae ygr**accd vitli 

^ < ^QTo76o t; vfoo r<SW ^ d 5r re tb ° h ' avy ^ lft winches . Regular voting ho!!rs‘ 

130 °- 1700 ° n 1111 *■*»• AH vork done outside 

^t£ra: There ere 70 lifjbtera belonging to five companies. These lighters 

C ? pa ^ ty tona • The average amount of cargo bandied for 

d^Sfn^^ U ^ 0ad ~^_2 hr 2' USh LlsiWs w 1 * 8 300-600 tons in 2U hours 

depending on the nature cf the cargo and on weather conditions. 

e * 22£5fi® : ^ore ifl adequate towage for .Meters only. 

'■ srs i i tt r«?riLi o L'ns?° ry ' “ it *■ ®» »* *»* «« 

g. |HE2ii££ : Fuel oil and diesel oil are available from Shell Mex (Brazil) ltd 
Plentiful supplies of fresh meat, fish, poultry, eggs, and ve^tab^s as ^il 
as dry goods are generally available. Port authorities state^lmt fresh wTt^ 

troh^n^reV^. 3hlPS * *""* - JSL 

h ‘ Repair Facilities : 
ing a drydoclc. 


There are sufficient facilities for most repairs not requir- 


Sounding s made at Dockside : The soundings shown on ficrtrre M ) li A1 LIJ n.*., 

outer^soundings. **** th * bank no doubt fal10 ava ^ steeply to the 


/See poge 3 for figure (lj/ 
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